
25X1 About three hundred workmen made extensive repairs on the 

Hue oar barracks, l J APA (P 48/ Y 30)* flic work was scheduled 
to be completed by October 1949* fhe barracks faced oorompo 
and Boldogasszony streets and was unoccupied at the time of 
observation* 
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